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CORPS INSTRUCTION 1-O 
18 Jan 65 


RESPONSIBILITIES OF HEAD OF CORPS 
LL S 


CFHQ letter Pl 901-0080 (DIM). dated 16 Nov 64 designates 


the Commandant of The RCEME School as Head of The Corps of Royal 
Canadian Electrical and Mechanical Engineers and lays down his 
terms of reference which are in respect of regimental matters 
only and are as follows: 


a. 


g・ 


h. 


je 


κ. 


Foster esprit de corps throughout the corps. 


Maintain liaison with the Colonel Commandant on matters 
related to his duties. : à : 


Maintain liaison with the Corps Representative at CFHQ. 
Maintain liaison with the corps association and regular 
and militia units and foster relations between the 
regular and militia units of the corps. 

Keep in touch with allied corps. 

Advise on matters of dress and customs. 


Be responsible for non-public corps funds and property, 
including museums. 


Be responsible for corps publications including the 
corps history and liaison letters, 


Be responsible for corps charities, organizations (in- 


` cluding corps committees) memorials and competitions. 


Maintain representations and liaison with professional 
organizations which are of interest to the corps. 


ΜΝ. 
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この > 


2% The RCEME Corps Representative at CFHQ is designated 
as the senior RCEME officer in the division of the DGMM. In 
the -meantime however the Corps Representative will be the 

DEME so long as this appointment exists. The Corps Representa- 
tive's terms of reference make him responsible for advise on 
the training, postings and careers of officers and other ranks 


of the Corps of RCEME. 


3. To promulgate corps policy on matters of a continuing 
nature I propose to issue a series of Corps Instructions. . 
These instructions will be similar to existing Directors' 
Letters but will deal with matters within my terms of refer- 
ence. Corps Instructions will be numbered consecutively 
within the index at Annex A. Distribution of instructions 


will be to: 
&. RCEME CA(R) officers 


b. RCEME ROTP cadets 
c. RCEME CA(M) units (three copies) 


eu dad 


(KR Ward) 

; Colonel 
HEAD OF THE CORPS OF ROYAL CANADIAN 
ELECTRICAL AND MECHANICAL ENGINEERS 
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20 May 65 
CORPS DRESS 
1. Because our Corps operates in & large number of relatively 


small units over a large geographical area it is difficult for us 
to maintain the standard of our dress. This can be done however 
if those responsible set the example and refuse to accept a lower 
standard in others. . 


δ. I will endeavour to keep the Corps informed by these 
instructions of the currently approved patterns of dress. These 
instructions will supplement Orders and Instructions for Dress of 
the Canadian Army. I will be pleased to receive any suggestions 
with respect to dress and to answer any questions which may arise. 
I will be unable to specify orders of dress except in & general 
way, since in many cases RCEME units and individuals must conform 


with local instructions. 
KRIS ad 


(KR Ward) 

Colonel 
HEAD OF THE CORPS OF ROYAL CANADIAN 
ELECTRICAL AND MECHANICAL ENGINEERS 
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20 May 65 


WEB CLEANER 


The web cleanser to be used in the Corps is: 


8030-21-102-5691 WEB DRESSING Liquid Khaki 10 oz can - 
for belts waist web 37 perte 


8030-21-102-5692 WEB DRESSING Liquid OD No 7 10 oz can = 
for all items of 51 pattern web equipment. 
This cleanser leaves a dull RS and 
should not be shined. 


KEL E 


(KR Ward) 

Colonel 
HEAD OF THE CORPS OF ROYAL CANADIAN 
ELECTRICAL AND MECHANICAL ENGINEERS 
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20 May 65 
STICK AND CANE 
1. RCEME personnel will not normally carry sticks or canes. 


However, Commandant RCEME School, Command and Area EMEs, and 
Commanding Officer 202 Base Workshop and the Senior RCEME officer 
27 Central Ordnance Depot, will ensure that Command or Area ee 
is adhered to, and that uniformity is maintained. 


Officers 


2. Swagger sticks when carried by officers will conform to 
the following specifications: 


a. Material - leather or leather covered. 
bd. Colour - dark brown. 


c. Dimensions - between 22 and 2h inches in length, and 
approximately 3/h inch in diameter. 


Warrant Officers and Non-Commissioned Officers 


3. Drill canes when carried will conform to the specifications 


shown at Annex A to this instruction. 
KRW 
«όν wc 


(KR Ward) 

Colonel 
HEAD OF THE CORPS OF ROYAL CANADIAN 
ELECTRICAL AND MECHANICAL ENGINEERS 
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1 FITTED AS SHOWN 

MATHRIAL:- 

HEAD: FORMED DRASS 
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BODY: LIGHT OAK | 

FERRULE: IF BRASS, SILVER PLATE. 





THE CORPS OF ROYAL CANADIAN 


ELECTRICAL AND MECHANICAL ENGINEERS 





CORPS INSTRUCTION 2- 


20 May 65 
RCEME FELT BUCKLE 
1. The RCEME belt buckle as shown at Annex A to this instruc- 


tion is authorized for wear with the 1937 pattern web belt. This 
buckle is available for purchase from: 


William Scully Ltd 
50 Craig Street W 
Montreal, Que 


2. As no facilities exist within the Corps for bulk distri- 
bution, units and individuals must make their own arrangements. 


3. Officers and WO ls will use an officers pattern cap badge 
on the buckle plate; ranks below WOl, the issue cap badge. 


δ. Buckles may be treated for tarnish resistance only if the 
process does not change the original brass colour. 


Eu f dad 


(KR Ward) 

Colonel 
HEAD OF THE CORPS OF ROYAL CANADIAN 
ELECTRICAL AND MECHANICAL ENGINEERS 
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20 May 65 
KHAKI FORAGE CAP 
1. The approved pattern of khaki forage cap for RCEME officers 


‘and WO ls is that manufactured by Walter Barnard & Son, 97 Jermyn 


Street, London, SWl, Eng. Some of these caps may carry the label 
Thomas & Stone. This hat may be available through Canadian repre- 
sentatives and similar hats are now being manufactured by some 
Canadian firms. The material will be barathea. 


KREU dad 


(KR Ward) 

Colonel 
HEAD OF THE CORPS OF ROYAL CANADIAN 
ELECTRICAL AND MECHANICAL ENGINEERS 
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20 May 65 


CORPS FLAG 


1. The description of the Corps flag for RCEME and the 
conditions under which it may be flown are described in CAO 54-3. 
This flag description as per Appendix A to CAO 54-3 is as follows: 


RCEME - Trisected horizontally, the upper division royal 
blue, the centre division gold, and the lower 


division scarlet. 


(KR Ward) 

Colonel 
HEAD OF THE CORPS OF ROYAL CANADIAN 
ELECTRICAL AND MECHANICAL ENGINEERS 
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CORPS INSTRUCTION 2-6 
20 May 65 
CORPS COLOURS i | 
1. The authorized description and order of precedence of our | 
Corps colours 1s: | 
Royal Blue 
Gold 


Scarlet 


IS dnd 


(KR Ward) 

Colonel 
HEAD OF THE CORPS OF ROYAL CANAD | 
ELECTRICAL AND MECHANICAL ENGINEERS | 
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20 May 65 
CORPS LANYARD 
l. Regimental lanyards in accordance with figure 1 of Annex 
A to this instruction are approved for RCEME. 
2. Wearing of lanyards will be at the discretion of local 


commanders but uniformity must be maintained within units. 


3. Lanyards will be worn on the left shoulder by officers 
and warrant officers Class 1; and on the right shoulder by warrant 
officers Class 2, non-commissioned officers, and men. 


4, Lanyards may te worn on numbers 4, 5 and 6 dress. They 
will be worn as shown on figure 2 to Annex A. A11 the loose 
portion of the lanyard will be tucked into the pocket so that 
no portion hangs below the looped end of the lanyard. 


5. RCEME regimental lanyards are not an Ordnance issue and 
their procurement is the responsibility of the individual. 


Exe did 


(KR Ward) 

Colonel 
HEAD OF THE CORPS OF ROYAL CANADIAN 
ELECTRICAL AND MECHANICAL ENGINEERS 
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ROYAL BLUE 
GOLD 
SCARLET 


SCARLET 


LENGTH - 34" (OVERALL EXCLUDINS 
SWIVEL SNAP) 


Diemeren - À' 
MerERIeL- @RTSILK 





Figure 1 





Figure 2 
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20 May 65 
RCEME CREST 
1. The approved RCEME crest is shown at Annex A to this in- 


struction. This drawing may be scaled for reproduction in any 
size. 


2. When reproduced in colours, these will be as shown below: 
8. Crown Crosses, orb, bridge - Gold 
and fleur-de-lys 
Cushion - Crimson 
Pearls on crosses, - White 


orb, bridge and 
between jewels 


Jewel in centre of - Ruby 
pearls on orb 


Jewels across base - Ruby, emerald, 
sapphire, em- 
erald, ruby 

Ermine - White with 


black flecks 


b. Scroll Background ` 2. Royal blue ᾿ 
Letters and edging - Gold 


c. Lightning flash - Gold 


«esf 2 











d. Horse, coronet 
and chain 


e. Globe ` 


f. Type of em- 
broidery for 
use on blazer 


g.» Background on 
which crest 
mounted 


h. Dimensions of 
. badge on blazer 
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- Silver 


- Silver, land 
areas lightly 
outlined in 
black 


Officers and WO ls - 
WO 2s, NCOs and men - Silk 


- Royal blue 


Height - h 1/2 inches 
Width -3 inches 


KRW drd 
(KR Ward) 
Colonel 


HEAD OF THE CORPS OF ROYAL CANADIAN 
ELECTRICAL AND MECHANICAL ENGINEERS 
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20 May 65 
MATERIAL FCR WHITE SUMMER DRESS 
1. HQ 1730-18 TD 9258 dated 22 Oct 59 authorized officers and 


warrant officers class 1 to wear white patrol dress and white mess 
dress. 

2. The following materials have been approved for use within 
the Corps: 


a. Mess jackets - white gabardine 
b. Petrol jackets - white satin drill 


KIS did 


(KR Ward) 

Colonel 
HEAD OF THE CORPS OF ROYAL CANAD 
ELECTRICAL AND MECHANICAL ENGINEERS 
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20 May 65 
SWORD KNOTS 
1. Sword knots will be worn with the orders of dress shown 


in Table 3 to article 201.07 of Orders &nd Instructions for Dress 
of the Canadian Army. 


2. RCEME being a dismounted corps will wear both the gold and 
leather knots coiled tightly around the guard of the sword as 
shown in figure 2 in Annex A. Officers of the rank of major and 
up and adjutants, being considered mounted officers will wear the 
knots loose as shown in figure 1 in Annex A. When the gold knot 
is worn loose the slide on the cord will be positioned midway 
between the acorn and the point at which the cord is attached to 


Exec ad 


(KR Ward) 

Colonel 
HEAD OF THE CORPS OF ROYAL CANADIAN 
ELECTRICAL AND MECHANICAL ENGINEERS 


ANNEX A. 
TO CORPS INSTR 2-10 


SWORD KNOTS 








Fig 1 - Gold Cord and Acorn 
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Fig 2 - Brown Leather Strap and Acorn 
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CORPS INSTRUCTION 2-11 
| 20 May 65 


CORPS TIES 


The authorized design for Corps ties are: 

RCEME Officer's Tie 

(1) Parallel rows of RCEME Corps badges in gold alternated 
with rows of scarlet maple leaves on a royal blue back- 


ground running diagonally downwards from the left shoulder 
at an angle of 45 degrees. 


(2) The tie will be approximately 2 7/8 inches in width at 
the broad end, 1 7/8 inches in width at the narrow end 
and fifty inches in length. 


(3) The material will be pure silk. 


RCEME Corps Tie 


(1) Parallel stripes of royal blue, gold and scarlet running 
diagonally downwards from the left shoulder at an angle 
of 45 degrees. The gold stripe will be above the scarlet 


stripe. Their dimensions are: 
(a) Royal blue - 0.8 inches in width 
(b) Gold - 0.1 inches in width 
(c) Scarlet - 0.15 inches in width 
(2) The tie will be approximately 2 7/8 inches in width at 


the broad end, 1 7/8 inches in width at the narrow end 
and fifty inches in length. 


i 
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)3( The material will te pure silk. 


2. All ranks will be permitted to wear the RCEME Corps Tie. 
3. RCEME Officers of the CA(R), CA(M) and members of the RCEME 
Corps Association will be permitted to wear the RCEME Officer's Tie. 
4. These ties are available through Maple Leaf Services. 

(KR Ward) 

Colonel 


HEAD OF THE CORPS OF ROYAL CANADIAN 
ELECTRICAL AND MECHANICAL ENGINZERS 





THE CORPS OF ROYAL CANADIAN 
ELECTRICAL AND MECHANICAL ENGINEERS 





CORPS INSTRUCTION 3-O 


20 May 65 
RCEME REGIMENTAL MARCH 
1. The RCEME regimental march is a medley of "Lillibullero" 


and "Aupres de ma Blonde". The military band score is available 
from Boosey ani Hawkes, 209 Victoria Street, Toronto, Ont... 


ἀνὰ‏ ليصا 


(KR Ward) 

Colonel 
EEAD OF TEE CORPS OF ROYAL CANADIAN 
ELECTRICAL AND MECHANICAL ENGINEERS 
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10 Mar 65 


TERMS OF REFERENCE 
FOR 
THE CORPS OF ROYAL CANADIAN ELECTRICAL AND MECHANICAL ENGINEERS 
CA(R)) CORPS OFFICERS' FUND 


PURPOSE 


1. To provide a general fund for the financing of any project 
which Will benefit The Corps as a whole. l 


ORGANIZATION 

2. The RCEME (CA(R)) Corps Officers' Fund is classed as a "Corps 
Fund" within the provisions of the Canadien Army Manual of Institutes 
1964 and is established to provide monies for the purchase of capital 
goods and for other expenses incurred by The Corps as a whole. 


3. . The Fund will be controlled &nd administered by an Executive 
Committee &nd &n Administrative Committee. 


4. The Executive Committee will comprise the following officers: 


President - Commandant, The RCEME School 
Member - Command EME, Eastern Commend 


Member - Command EME, Quebec Command 

Member - Command EME, Central Command 

Member - Command EME, Western Command 

Member = Commanding Officer, 202 Base Workshop 
` Member - Senior RCEME Officer, 27 COD 

Member - DADEME of Brigade in Europe 


erage 
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Member - The Corps of RCEME, CFHQ Corps 
Representative (representing all 
officers not represented by the 
above members) 


Secretary - Chief Instructor, The RCEME School 


(non-voting) 
5. The Administrative Committee will comprise the following 
officers: 
President =- Commandant, The RCEME School 
Secretary =- Chief Instructor, The RCEME School 
Treasurer = Accounts Officer, The RCEME School 
6. The Commandant The RCEME School is designated as custodian 


of the non-public property of The Corps Fund with responsibilities 
in accordance with Article 2.11 and Section 4, Chapter 6 of Insti- 
tute Rules, 


DUTIES OF EXECUTIVE COMMITTEE 
Τι The Executive Committee will assume the "Responsibilities" 


"shown in the Canadian Army Manual. of Institutes 1964 Article 6.22 


as elaborated below: 


Q., Funds will only be expended on authority of the Executive 
Committee by a majority vote. Action taken by members of 
the Executive Committee should be in accordance with the 
Wishes of the officers of The Corps, whom they represent. 


t. When it is necessary to take a vote by correspondence, 
this will be done by the Administrative Committee on the 
direction of the President of the Executive Committee. 


DUTIES OF ADMINISTRATIVE COMMITTEE 


8. The Administrative Committee will assume the "Responsibili- 
ties" shown in the Canadian Army Manual of Institutes 1964 Article 
6.32 as elaborated below: 


a, All monies collected for The RCEME (CA(R)) Corps Officers' 
Fund will be administered by the Administrative Committee. 
Those funds will be deposited in a specific bank and 


rogistered under the title, "RCEME (CA(R)) Corps Officers' 


Fund". 


h. The signing officers for The RCEME (CA(R)) Corps Officers' 
Fund are the President and the Secretary of the Administra- 


tive Counittoe, 
TET 
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c. The Administrative Committee will prepare an annual financial 
statement and issue it to each member of the Executive Com- 
mittee. In addition this statement will be mailed to every 
RCEME (CA(R)) officer along with a list of items on which 
money has been spent in the last year. 


FINANCING 


9. All officers of RCEME (CA(R)) are invited to contribute to 
the Fund by payment of an annual subscription. For the purpose of 
this Fund, a year will be from 1 April to 31 March of the following 
calendar year, Subscriptions will be in accordance with the follow- 
ing scale: 


Colonel and above - $12.00 
Lieutenant-Colonel - 10.00 
Major - 8.00 
Captain - 6.00 
Lieutenant - 5.00 


Second-Lieutenant = 5.00 


10. The payment of the annual subscription will be the responsi- 
bility of the individual officer concerned and will be made as soon 
after 1 April each year as statements can be distributed. Payment 


will be made to the Treasurer of the Administrative Committee. Re- 


ceipts will be forwarded to each contributor. 


11. The accounting period for the Fund will be from l April to 
31 March of the following calendar year. The books of the Fund will 
be audited at the end of each year in accordance with Section 7, 
Chapter 2 of Institute Rules. 


USE OF THE FUND 


16. The Fund is to be used for the purpose of enhancing the 
dignity and the prestige of The Corps by providing equipment and 
furnishings of quality and good taste for use by RCEME officers or 
any other purpose that may be authorized by the Executive Committee. 


13. Any capital goods purchased by The Corps will be of 4 perm- 
anent nature such as silverware, candelabra, tea services, paintings, 
etc, and consideration will be given to the quality, serviceability 
and hereditary value of each article prior to purchase. These 
articles will be held at The Officers' Mess, The RCEME School, 
Kingston, Ontario or at such other units that may be designated by 
the Executive Committee, and will remain the property of The RCEME 
(CA(R)) Corps Officers' Fund. The Commanding Officer or any unit 
which holds such articles will be responsible for their safe keeping 
and for their repleccment in the event of loss by any means not 
covered by insurance. 


«νο δ 


dis 
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14. The property of the Fund will be insured against loss or 
damage by fire or theft in accordance with article 2.70 of 
Institute Rules. The cost of insurance on Corps owned property 
will be borne by the Fund. The cost of refurbishing and replace- 
ment of worn or damaged property will be borne by The RCEME School 
or other units holding this property in return for use made of it. 


15. These terms of reference supersede all previously issued 


terms of reference and amendments thereto. 


etd Ld 


(KR Ward) 

Colonel 
HEAD OF THE CORPS OF ROYAL CANADIAN 
ELECTRICAL AND MECHANICAL ENGINEERS 
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18 Jan 65 
CORPS MUSEUM 
le I have received authority to establish a RCEME Corp 
Museum which will be located at The RCEME School. 
2. For the past several months a Museum Committee and a 


senior NCO, as curator, have been working on this project. 
The cataloguing system is complete, a number of articles are 
now being prepared for display and a room in the new Drill 
Hall has been set aside as temporary museum quarters. 


3. The Museum will be devoted to articles having a direct 
connection with corps and its origins. It is probable that 
most items will be documents or photographs, but appropriate 
hardware will be included. It will NOT be a war Museum, and 
old Allied and enemy equipment and weapons will not be included 
unless they have some special RCEME significance. Items may 
deal with peacetime or wartime events, operations, training, 


sports, ceremonial events, etc. 


4. All ranks are invited to contribute to the Museum. 
Any items offered should be in reasonable condition for dis- 
play, but historical value is the important factor. Any item 
offered should be accompanied by the fullest possible infor- 
mation, eg: l 


8. Name of donor 


b. Description of the item, eg, photograph, order, book, 
| etc, and full details of events associated with item. 


ses/2 
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c. Origins of the item to the maximum extent known, eg: 

(1) When it was produced 

(2) When and how it came into the donor's possession 

(3) Other persons associated with it 

(4) Name of unit involved 

(5) Theatre and formation to which the unit belonged. 
9. Anyone desiring to contribute should contact The RCEME 
School, Attention: President, Museum Committee, for further 
advice. The committee may refuse any item, with thanks, if it 
is thought to be inappropriate. 


6. One problem to be overcome is that of funds. Public 


_ funds may not be used and there is no appropriate non-public 


fund which could be used to support the museum. Until this 
problem is solved it may be necessary to canvass the corps 

for donations sufficient to operate the museum for its first 
year or two of operation. This will be the subject of separate 


‘correspondence. 


Te Addressees are requested to give this matter the widest 
possible publicity among the troops, both Regular and Militia, 
under their command. It should be pointed out that the best 
way to preserve valued souvenirs and mementos of one's service 
is to have them permanently preserved and safeguarded in our 


cel. Ld 


(KR Ward) 

Colonel 
` HEAD OF THE CORPS OF ROYAL CANADIAN 
ELECTRICAL AND MECHANICAL ENGINEERS 
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7 Apr 65 
ANNUAL PHOTOGRAPHY CONTEST 
1ο The Corps Museum h&s & continuing requirement for photo- 


graphs of Corps activities. These photographs are displayed while 
they are current and are subsequently retained as a photographic 
history of the Corps. TI would also like to be able to provide the 
larger RCEME units with current photographs of Corps activities 


"Which they could display for the interest of all ranks. 


2. To this end the Corps Museum will sponsor an annual photo- 
graphy contest with conditions as follows: | 


&. The contest will be open to all ranks and civilian employees 
of The Corps of Royal Canadian Electrical and Mechanical 
Engineers, 


‘be Photographs will be judged on the basis of interest and 
technical perfection. There will be & first prize of 
$50.00 and a second prize of $25.00. 


c. Photographs submitted for the contest will be carefully 
wrapped to prevent damage en route and will be addressed 
to The RCEME School, Attention: President, Museum Committee. 


de The contest will close on 31 Oct of each year and submissions 
must be postmarked not later than midnight on that date. 


e. Photographs submitted for the 1965 contest may be of any 
vintage. In 1966 and subsequent years photographs must 
have been taken within the preceding two years. 


f. Photographs must be of RCEME personnel or RCEME activities. 


«ss 2 
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Contestants m&y enter as many prints in each contest as 
they wish. 


Contestants must submit one black and white print, 8" x 
10" in size, on either glossy or matte paper and the 
negative from which the print was made. 


All prints and negatives will become the property of the 
Corps Museum and none will be returned to the contestants. 
The Corps Museum reserves the right to use the prints and 
negatives acquired through this contest in any way they 
see fit. 


Since negatives will not be returned, contestants may 
wish to have duplicates made. It is important however و‎ 
that the print submitted to the contest be made from the 
negative submitted. 


Since it is the intention to use some of these negatives to 
produce very large prints it would be helpful if the negatives 
had been developed in a fine grain developer. 


Prints must be accompanied by complete information from which 
& caption can be written. Do not write on the back of the 
photograph. The information submitted must give details of 
who, what, why, when, where, etc. 


If less than 10 photographs are received for this contest in . 
any year, the judges may declare "no contest". In this case 
no prizes will be awarded for that year, All photographs 
received will be held over and included in the contest in the 


following year. 
Addressees are requested to give this contest wide publicity. 
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: Colonel 
HEAD OF THE CORPS OF ROYAL CANADIAN 
ELECTRICAL AND MECHANICAL ENGINEERS 


